GERMAN POL PERFINS 


At the April meeting in London someone asked Burkhart Beer, "when 
did the German POL (Politzia) perfin stop being used?" According 
to an article in the "Philatelie und Postgeschichte 153 1993" the 
German P.O. prohibited all perfins being used on January 1st 1966. 
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